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OGC 68-1798 


16 September 1968 


MEMORANDUM FOR: Director of Personnel 


SUBJECT: Revised Fitness Report System 


1. This is in response to your request of 27 August 1968 
for comments on the Revised Fitness Report System. 


2. In view of the fact that the Agency is exempted from the 
general governmental Performance Rating Act, we see no legal 
problems in adopting this new system, 


3. Further, Mr. Houston and Ihave reviewed the proposal 
carefully and find no difficulties from our viewpoint and in fact 
think it might be an improvement on the existing one. 


eputy General Counsel 
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